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UNION AIR Systems for Fermentation, 
Proofing and Bread Cooling provide 
dependable, automatic air control so 
necessary for UNIFORMITY of quality, 
production, and costs. More Union-Air 
systems are in use than any other make 
of bakery air conditioning equipment. 


FREE! 


A copy of our 
28-page air 

conditioning 
manual will 
be sent upon 
request. 59 
illustra¬ 
tions. Ex- 
plains 
principle 
and 
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